Bid Opening 
Town of Uxbridge, MA 
Bridge Preservation 
Contract No. 2024-12 
October 18, 2024 at 10:00AM Local Time 


Contractor MesDer EK Addenda Bid Amount 
Prequal | Bond 


New England Building & Bridge, Inc. $1,214,213.20 


ONYX Corporation $1,506,830.00 


Northern Construction Service, LLC $1,773,326.00 
Kodiak Corporation $2,004,667.00 


E.T.&L. Corporation $1,733,377.00 


